
UNLESS OTHERWISE INDICATED: 
RESISTORS ARE I/4W, 5% 
MF RESISTORS ARE METAL FILM I/8W 1% 100 PPM 

(WARD LEONARD TYPE) 
CAPACITORS ARE .01 MFD 
DIODES ARE D662 
D668 2(TW0) 1N3606 IN SERIES 


CO IS CONNECTED TO CI ON THE NEXT 
MODULE BY A lOOA I/8W; l7o MF 
RESISTOR FROM PIN K TO PIN L 

PARTS LIST IS A- PL- Bl 38-0-0 
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